
Basilica of St. James ■ . . 

• The Cathedral Church oF the Archbishop oF Montreal, occupy¬ 
ing a commanding situation on Dominion Square, in the heart oF 
Montreal, is a replica oF St. Peter’s at Rome, on a scale oF about one- 
third. . . Erected in 1870, it is oF imposing dimensions, being 330 Feet 
in length and 222 Feet in width. . . The cross surmounting the dome 
stands 250 Feet From the ground. . - The monument shown, which 
stands at the north-west corner oF the Cathedral, honors Monseigneur 
Ignace Bourget (1799-1885), second Bishop oF Montreal. 
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